19971002.ba v01_n710.bam.971002 


>From ???@??? Fri Oct 03 20:24:38 1997 

Message-Id: <199710030024.AAAQ7486@sco.theporch. com> 
Date: Thu, 2 Oct 1997 19:24:36 CDT 

Subject: BOATANCHORS digest 1710 


BOATANCHORS Digest 1710 
Topics covered in this issue include: 


1) Re: Valiant / Belton 
by kb5wwo@juno.com (George Folse) 
2) Re: HW-16... 
by Michael Souhrada <WB9I0G@revealed.net> 
3) Re: HW-16... 
by Ken Gordon <keng@uidaho.edu> 
4) More "CX" lore... 
by Sandy W5TVW <ebjr@worldnet.att.net> 
5) SCARY STORIES FROM AN ESTATE SALE 
by arc5@ix.netcom.com 
6) [Fwd: Re: SCARY STORIES FROM AN ESTATE SALE] 
by "Roger A. McCarty" <rmccarty@deltanet.com> 
7) I've got mold (on a radio) 
by bill wilson <billo@nti.net> 
8) Another Freebie! 
by Michael Crestohl <mc@shore.net> 
9) FS and going to Rochester NH flea: Hammarlund station 
by "Chuck O'Neal" <coneal@ultranet.com> 
10) 
by leeboo@ct.net (Leon Wiltsey) 
11) RAS Receiver - update 
by "Schroeder,Russell G" <Russell_ Schroeder@xn. xerox.com> 
12) Re. What is it... 1616 tube 
by "Thomas A. Adams" <103360.2133@compuserve.com> 
13) CK647 tube 
by "L. Mark Pilant - MS:ZK03-4/Y02 DTN:381-1529" <pilant@seesaw.ENET.dec.com> 
14) ER addr. 
by Tony.Seaton@turner.com 
15) looking for nomenclature tag for J-36 (BA bug) 
by "Bob Duckworth" <wb4mnf@atl.org> 
16) Re: Curious problem with R-390A 
by Bill McFadden <bill.mcfadden@tek.com> 
17) Friend needs help 
by Edward Zeranski <ejz@nosc.mil> 
18) FS: Collins 312B-5 VFO (post for a colleague, Iowa-Illinois area) 
by kb9iua@juno.com (Kevin L Anderson) 
19) unbuilt Eico VTVM kit 


by KA9EGW@aol.com 
20) T-4X Help 

by Bob Reynolds <breynold@sigg.com> 
21) Wtd Hp-23A 

by "James F. Wood 253-7886" <wWOODJ@mail.firn.edu> 
22) RE: T-4X Help 

by Ken Brookner <brooknerk@acm.org> 
23) xx Scanned BA schematics available xx 

by "JOSE V. GAVILA (EB5AGV/EC5AAU)" <eb5agv@ctv.es> 
24) Re: Origin of the Swan name 

by "David L. Thompson" <thompson@mindspring.com> 
25) Globe King 

by Bill Coleman N2BC <n2bc@ibm.net> 
26) FALL LEFT-OVERS FOR SALE 

by JOHN_SEHRING.parti@ecunet.org (JOHN SEHRING) 
27) BA CB MANUALS FOR SALE 

by JOHN_SEHRING.parti@ecunet.org (JOHN SEHRING) 
28) Re: SCARY STORIES FROM AN ESTATE SALE 

by bdhall@ghg.net (Benjamin D. Hall) 
29) CV-157 parts 

by bill@skeeter.frco.com (William Hawkins) 


Date: Wed, 01 Oct 1997 22:52:34 EDT 

From: kb5wwo@juno.com (George Folse) 

To: boatanchors@sco.theporch.com 

Subject: Re: Valiant / Belton 

Message-ID: <19971001. 204342 .5063.8.kb5wwo@juno.com> 


Alan, 

For some reason I can not get through you email address, it keeps 
returning it. I tried it twice and it won't go through. 

How bad is the paint? What condition is the Panel? Do you have the 
manual? How much are you asking? Can you tell me more on the mod? 

Please double check your address,and let me know if it is correct. 


Sorry Jack, it was the only way I could get through. 
Thanks, 


George Folse KB5wWwO kb5wwo@juno.com 

630 Dolhonde St. 

Gretna,La.70053 

504-362-1896 ph/fax 

Collector of Heathkit,EF Johnson,and Atwater Kent AMI#937 


Date: Wed, 01 Oct 1997 21:36:11 -0700 

From: Michael Souhrada <WB9IO0G@revealed.net> 
To: keng@uidaho.edu 

Cc: Old Tube Radios <boatanchors@theporch.com> 
Subject: Re: HW-16... 

Message-ID: <343324BB.6D87@REVEALED.NET> 


Ken Gordon wrote: 


> Well, I received a basket-case HW-16 about a year ago. Finally got it back 


> I was rather sure that this would fix the chirp. It 

> didn't. It is certainly better, but it is not gone. Worst on 15 (of 

> course). I even traded for an HG-10B and installed that in hopes that 
> would help the problem. 

> Ken W7EKB 


Gang seems that I was not alone with the chirpy unit. I gave up on #10 
but just 

picked up number 11 at Radio Expo. I love the Hw16. 

Here's my thought--in the days of xtal tweaking- often I found black 
corrosion,even 

small flakes inside, from the mechanical osc I presume. Possible that's 
causing the chirp?? Might disassembly and cleaning help?? Just an Idea. 
Most of the units I had were solid-no chirp. 

Mike 


Date: Wed, 1 Oct 1997 22:20:11 -0700 (PDT) 

From: Ken Gordon <keng@uidaho.edu> 

To: Michael Souhrada <WB9IOG@revealed.net> 

Cc: Old Tube Radios <boatanchors@theporch.com> 

Subject: Re: HW-16... 

Message-ID: <Pine.BSF.3.95.971001221001 .24630A-100000@piobaire.mines.uidaho.edu> 


Gang seems that I was not alone with the chirpy unit. I gave up on #10 
but just 

picked up number 11 at Radio Expo. I love the HW16. 

Here's my thought--in the days of xtal tweaking- often I found black 
corrosion,even 

small flakes inside, from the mechanical osc I presume. Possible that's 
causing the chirp?? Might disassembly and cleaning help?? Just an Idea. 
Most of the units I had were solid-no chirp. 


VV VV VV VV 


Well, ALL my crystals chirp. Due to the kind offices of the people 
on the net, I have come to the conclusion that most of my chirp problems 
are undoubtedly caused by bad components in the oscillator section. I 


noticed last night that the chirp becomes noticeably less after a 2 hour 
warm-up. 


Further, the HG-10B I have which drifts has incorrect or defective caps in 
ITS oscillator section. 


Someone here asked me if my Voltage Regulators were working all the time, 

and the answer is yes. The 300 VDC DOES drop a bit, from 300 VDC to 299.5 

VDC key-up to key-down, and the 150 vde drops from 150 vdc to 149.7, so it 
appears to be working properly. 


However, those specifications are when the oscillator section is acting as 
a crystal oscillator. When I drive it with the HG-10B, the voltages drop 
to 285 and 142 respectively. Obviously, it draws a heck of lot more 
current when acting as an amp than when acting as a true oscillator. 


Another interesting thing is that when in crystal mode, there is a very 
loud "ping" in the headphones every time the key is opened, but none when 
the VFO is used. It sounds like the oscillator doesn't cut off before the 
receiver comes back on. Makes QSK operation very annoying. 


As soon as I have the time, I will dig into the oscillator section and 
carefully check every component. 


Well, back to the drawing board/shop bench, and back to the GRC-109. This 
high-power stuff really doesn't hack it. 


Ken W7EKB 


Date: Thu, 2 Oct 1997 05:02:53 +0000 

From: Sandy W5TVW <ebjr@worldnet.att.net> 

To: boatanchors@theporch.com, glowbugs@www.atl.org 
Subject: More "CX" lore... 

Message-ID: <19971002050249 . AAB3950@LOCALNAME> 


It is nice reading the comments of the "CXers" out there! All the 
trials 
and tribulations of getting things going, the failures of gear at critical 
times, 
how to get it all setup ahead of time. (Not to mention trying to find the 
room to place everything, and the maze of cabling that results!) 

I am disappointed though. It's already Wednesday and not one single 
"00" report in my mailbox! I'm sorta waiting now for the next one! 
73, 


E. V. Sandy Blaize, W5TVW 

"Boat Anchors collected, restored, repaired, traded and used!" 
417 Ridgewood Drive 

Metairie, LA., 70001 


Date: Thu, 2 Oct 1997 03:21:14 -0500 (CDT) 
From: arc5@ix.netcom.com 

To: boatanchors@sco.theporch.com 

Subject: SCARY STORIES FROM AN ESTATE SALE 
Message-ID: <199710232023511478@> 


I thought I'd pass along a couple of scary stories about my 
recent trip to an estate sale. A gentleman from south of 

here graciously invited me to come dig-out and purchase 

what I could of the gear, as he had one heck of a mess 

to go through. There are going to be a lot 

more of these estate sales as hams who have not made 
preparations pass on, so I write this as a "word to the wise." 


If you ever are called-upon to help or to purchase equipment 
at some OT's estate, remember that you can get hurt tramping 
around in an old, dark, unfamiliar house. 

Keep you eyes open and pay attention. 


Here's a story to raise your eyebrows-- This fellow's radio room 

was a real tangle. Stuff everywhere. There were more huge 

plate and modulation transformers laying around then I think I've 
ever seen in one place. MONSTER transformers. I was on the floor, 
on my side with my head and sholders under a tall table removing 
some military connectors. Suddenly I felt a rush of wind, something 
just lightly brush my back and x****xKA-WHAM*x*x*x* on the floor! My wife 
Kay screamed and the other guys came running. A huge transformer 
weighing God-knows-what had slid off the table and came that close 
to crushing my chest or breaking my back! Whew. Wonder if there 
are ghosts in that house?? I should have examined the area 

more closely before sticking my head in it! 


Another scary one. I was cleaning-out the boxes containing the 

610 coils when I saw a small, silver bar with two mounts on it. 

Was about 8 inches long. I didn't think anything of it and put it 
aside on the table. After a while, I picked it up and started looking 
it over. I turned it over in my hands and saw the familiar magenta 
Radiation symbol, "De-ionizer" and "Radium Salts, Do Not Handle." 
"Uh-oh!" (my true words were more...ummm...colorful). 

I sat it down at once and grabbed my gamma counter. 


10 MR per hour contact! I checked my hands very, very carefully 
and also the box it came from....they were clean. 

10 MR isn't going to fry you unless you wear 

the thing around your neck for a week or eat it, 

but why play with fire, right?? 


Be careful out there! 
73 DE Dave Stinson AB5S 
arc5@ix.netcom.com 


Date: Thu, 02 Oct 1997 01:43:44 -0700 

From: "Roger A. McCarty" <rmccarty@deltanet.com> 

To: boatanchors@theporch.com 

Subject: [Fwd: Re: SCARY STORIES FROM AN ESTATE SALE] 
Message-ID: <34335ECO.243A@deltanet.com> 


Message-ID: <34335E6A.6BF8@deltanet.com> 

Date: Thu, 02 Oct 1997 01:42:18 -0700 

From: "Roger A. McCarty" <rmccarty@deltanet.com> 
Reply-To: xrmccarty@accurate-electronics.com 
Organization: Accurate! Electronics 

X-Mailer: Mozilla 3.01 (Win95; I) 
MIME-Version: 1.0 

To: arc5@ix.netcom.com 

Subject: Re: SCARY STORIES FROM AN ESTATE SALE 
References: <199710232023511478@> 
Content-Type: text/plain; charset=us-ascii 
Content-Transfer-Encoding: 7bit 


Just when you think you have all the test equipment you need! :-) 
Seriously, good advice/story. 

Roger KD6CC 

arc5@ix.netcom.com wrote: 


> I sat it down at once and grabbed my gamma counter. 
> 10 MR per hour contact! 


Date: Thu, 2 Oct 1997 07:10:35 -0500 


From: bill wilson <billo@nti.net> 

To: boatanchors@theporch.com 

Subject: I've got mold (on a radio) 

Message-ID: <19971002121034373 .AAA107@NOTORIOUS> 


Greetings, 


I just found a very nice and painfully complete Zenith TO model A600. 
It works great and has spare tubes, all papers and mold. It was stored in 
an environment where the Alabama humidity gave it a layer of white mold 
spores. I've brushed most of it off but there is still some left in the 
covering. What would be the best method of getting rid of it? This is not 
the leather version so the covering is made of that stag stuff. Distilled 
water? 


Thanks in advance, 
Bill 

W4BIZ 
Jacksonville, Al. 


Coming soon: ART-13 on the air with new WA4KCY power supply and 
HRO-500 follies. 


Date: Thu, 2 Oct 1997 08:45:58 -0400 (EDT) 

From: Michael Crestohl <mc@shore.net> 

To: boatanchors@theporch.com 

Subject: Another Freebie! 

Message-ID: <199710021245.IAA12344@northshore.shore.net> 


Hello everyone: 
Another neat goddie for the cost of postage for someone: 
a: Who knows what it is and 


b: Can use it or knows someone who does. 


This was found in a free goodie box that I got from Surplus Al at 
the Dayton Hamvention last May. 


I know it is from a military radio but I don't know which one(s). 
Here's what I know: 


5820 00 539 7947 


Detector, RF 
DAABO7-81-C-1120 
4/83 


It's a metal cylinder 2" high with a standard 7-pin miniature tube base. 
Label on the top reads U205 and half the circular label on the top is 
black - obviously a color code. 


I recall seeing this kind if thing in a green radio - probably a 
VHF/UHF set. I don't know any more about it because I have very little 
interest in military radios above 30 MHz. 


Usual Rules of Ware will apply. 
73, 


Michael, WRC 
mc@shore.net 


Date: Thu, 2 Oct 1997 09:02:33 -0400 

From: "Chuck O'Neal" <coneal@ultranet.com> 

To: "'BA SWAPLIST POST'" <baswaplist@foothill.net>, 
"'BOATANCHORS LIST POST'" 

Subject: FS and going to Rochester NH flea: Hammarlund station 

Message-ID: <Q1BCCF11.F2A933A0@d6.dial-11.wor.ma.ultra.net> 


Hi, 
I'm taking the following to Rochester NH this weekend if anyone is 


going and interested in buying: 


Hammarlund HQ-180AC 
Hammarlund HX-50 


The above are truly MINT and look new...work perfectly with orig. manuals 
I'd like to sell them as a pair for $499. 


Also : 
Hammarlund HXL-1 linear amplifier in very good condition, could easily be 
restored to mint with little work. No dents, scratches, just dirt. (not nicotine!) 


Call me at 508-779-5051 or email me if interested! 


73:4 


Chuck... KLKW 


Date: Thu, 2 Oct 1997 10:56:26 -0400 (EDT) 
From: leeboo@ct.net (Leon Wiltsey) 

To: BOATANCHORS@theporch.com 

Cc: GLOWBUGS@WWW.ATL.ORG 

Message-ID: <199710021456.KAA27842@blue.ct.net> 


Hi Gang 

In a recent post a group called 2000 was mentioned as 
helping the dsabled learn and use morst code. 

Anybody out there know how to contact them? 


Thank the good LORD for all that you have!!! 


67yx old semi disabled senior 
(stroke got my eyesight balance and coordination) SO ONLY BA'S NO SOLID STATE 


Leon (lee) Wiltsey 4600 Lake Haven blvd Sebring fl. 33872 KF4RCL 
TECK+ 


Date: Thu, 2 Oct 1997 08:11:04 PDT 

From: "Schroeder,Russell G" <Russell_Schroeder@xn.xerox.com> 

To: boatanchors@theporch.com 

Cc: "Schroeder,Russell G" <Russell_Schroeder@xn.xerox.com> 

Subject: RAS Receiver - update 

Message-ID: <D6B733348190677CD6B733348190677C##O644EX - WB -0207-MS2 . XN@SMF> 


Hollowstaters, 


Earlier in September, I posted a note looking for help on a RAS 
receiver that I picked up at the AWA meet in Rochester, NY. 


Received a copy of the RAS-5 manual (thanks Jack) and several replies 
to the problem of removing the dial assembly which was pressed against 
the front panel (thanks all). Managed to remove the dial and clean up 
the burred shaft which allowed the dial to be easily reinstalled. 


The RAS that I picked up is missing all identification plates on the 
receiver, power supply and coil case. The coil set (complete set of 


seven) is serial number 39 with a 1939 contract date, probably 
indicating a early version receiver. Physically, the set is very 
dirty with signs of white corrosion on the front panel as well as 
flaking paint. The paint on the dial is mostly missing. Internally, 
the Ist RF amplifier had been replaced with a 6AK5, the 2nd RF amp 
with a 6BA6 and the first IF amp with a 6BA6. A VR tube was added to 
the B+ feeding the HF osc and BFO. All original caps still in place 
along with original resistor except where the tube changes occurred. 


Decided to take a chance and see if the receiver had any life left in 

it . Checked the tubes, replaced a bad 6AK5 1st RF. Checked the B+ 
line for shorts, none found. Filaments lit (using an external bench 
supply). Hooked up external transformed / speaker. Applied 200 vdc, 
current measured about 70 ma. Tuned thru the broadcast band (coil #3) 
and heard several local stations. The signals were weak but the old 
receiver still wanted to play. On to the serious effort at rejuvenation. 


Replaced all (28) tubular capacitors. All caps were extremely leaky. 
Most of the 0.1 caps showed 5-20 K ohms of leakage (no surprise), 

Only the large 1.0 uf bath-tub could have been saved. Checked most of 
the resistors, the values were on the high side but not grossly off. 
Will change them at the next "update" session during the final cleanup. 


Reapplied power. BC stations are louder, the AVC is working and the IF 
selectivity looks good. Checked out the coil sets. Coils #2 and #4 
are dead. Coil #4 had a broken connection, easily repaired with a 
little solder. Coil #2 had an open oscillator coil. Disassembly 
revealed that the coil had undergone an earlier repair. Carefully 
removed the outer wax covering the repair and started unwinding the 
coil. Two turns into the process revealed the repaired section which 
had been soldered and covered with glue. Continued unwinding the 
coil. About a1/4 inch past the repair the wire ended. A magnifying 
glass revealed the broken end on the coil. Lifting the end and 
checking the resistance yielded continuity. Spliced in a new section 
of wire and rewound the coil. Coil #2 now alive and well. 


Most signals heard were from known strong signals. The receiver 
sensitivity measured about 150 uvolts on all bands. Slightly deaf!. 
Finally traced the source of the deafness to the second RF amplifier. 
Whoever modified the receiver with the "new" tubes made one small 
error. The suppressor grid was not connected! Adding a jumper the 
cathode immediately fixed the problem. Sensitivity now measures well 
under 1.0 uvolt. One hot receiver even without a full alignment. 


I hope I haven't bored or offended anyone with this long message. The 
past few weeks working on this receiver have been the most rewarding 
and enlightening experience. Definitely the cure for the everyday 
stress on a hectic work schedule. 


The work on this set is nowhere near complete. Lots of additional TLC 
is required but the final result will definitely be worth it. Again, 
thanks to everyone on the list for their help and advice. 


73. Russ W2DYY 


Russell Schroeder@xn. xerox.com 


Date: Thu, 2 Oct 1997 11:26:36 -0400 

From: "Thomas A. Adams" <103360.2133@compuserve.com> 

To: "INTERNET: boatanchors@theporch.com" <boatanchors@theporch.com> 
Subject: Re. What is it... 1616 tube 

Message-ID: <199710021128 MC2-228D-7EAD@compuserve. com> 


Greetings. 


A type 1616 is a vaccuum rectifier, half wave. Sort of an 816 without the 
mercury. 


73's, 


Date: Thu, 2 Oct 97 11:17:21 EDT 

From: "L. Mark Pilant - MS:ZK0Q3-4/Y02 DTN:381-1529" <pilant@seesaw.ENET.dec.com> 
To: boatanchors@theporch.com 

Cc: pilant@seesaw.ENET.dec.com 

Subject: CK647 tube 

Message-ID: <9710021517 .AA09834@us21rmc.zko.dec.com> 


I just recently acquired an HP-8690B Sweeper with the 8699 (100MHz to 4GHz) 
plugin. There is one tube used in the mainframe which I cannot seem to find 
any information on. It is a CK647 dual triode. I've tried all my usual 
places (Tube Lore, RCA tube manuals, and GE tube manuals) without any luck. 


I haven't looked at the actual tube, but on the schematic, it appears to 
be a dual triode. 


Any ideas? 


Thanks in advance. 
73 


- Mark NiVQW 


Date: Thu, 2 Oct 1997 13:08:05 -0400 
From: Tony.Seaton@turner.com 

To: boatanchors@theporch.com 

Subject: ER addr. 

Message-ID: <Q00D680D.1689@turner. com> 


Need the adress and/or phone # for Electric Radio 


Date: Thu, 2 Oct 1997 13:03:32 +0100 

From: "Bob Duckworth" <wb4mnf@atl.org> 

To: "ba" <boatanchors@theporch.com>, "baswaplist" <baswaplist@foothill.net> 
Subject: looking for nomenclature tag for J-36 (BA bug) 

Message-ID: <199710021556.LAA23709@atl.org> 


Hi- 

I picked up a forlorn "unknown iambic" from a web advert and it 
looks to be a J-36. Nomenclature tag is missing although there 
are a few scraps of 'plastic' under some of the rivet heads. Has 
anyone made up some artful graphics to fit this approx. 4.3"x6" 
spot? There is some hint of a red triangle on the bottom of the 
base. Other than the top plate being a bit bent (easy fix in the 
drill press vise), the key is in good shape and feels almost as nice 
as the Lightning Bug it so resembles. Is it a J-36? 

-bob 

wb4mn£ 


Date: Thu, 02 Oct 1997 09:29:16 -0700 

From: Bill McFadden <bill.mcfadden@tek. com> 

To: boatanchors@theporch.com 

Cc: Bill McFadden <bill.mcfadden@tek. com> 

Subject: Re: Curious problem with R-390A 

Message-ID: <199710021629. JAA21282@tiktok.cse.tek.com> 


>all I found wrong was TWO burned out 2625's, both with filaments open 


I bought a checked R390A from Fair Radio Sales a few years ago, and it had 


the same problem. During the first week, the filaments of both 26Z5s and 
the ballast tube (i.e., the three most expensive tubes) burned out. Fair 
Radio's R390A expert (Don?) had never heard of this problem, but he took my 
word for it and sent replacements for all three tubes. 


There was also a hum in the audio of some stations that changed with the RF 
signal level. Using another receiver, I confirmed that the hum was coming 
from the radio, not the stations. I thought the hum might have been caused 
by bad filter caps, so I swapped in a known good audio module. It made no 
difference. 


Over the next few weeks, the hum disappeared on its own, but several more 
26Z5s burned out. Sometimes one burned out, sometimes both. I'd been 
using the R390A with a timer for unattended recording of shortwave programs 
and was not present when the burn-outs occurred. 


After a few months, the R390A stopped eating 26Z5s and has been working 
normally ever since. Total losses were one ballast tube and approximately 
six 26Z5s. I never found the cause. 


Bill McFadden Tektronix, Inc. P.O. Box 500 MS 50-350 Beaverton, OR 97077 
bill.mcfadden@tek.com http://www. rdrop.com/users/billmc 
CAUTION: Don't look into laser beam with remaining eye. 

Any opinions expressed above are not necessarily those of Tektronix, Inc. 


Date: Thu, 02 Oct 1997 09:59:20 -0700 

From: Edward Zeranski <ejz@nosc.mil> 

To: boatanchors@theporch.com 

Subject: Friend needs help 

Message-ID: <3.0.1.32.19971002095920.006d0cac@marlin.nosc.mil> 


Am posting this for a BA oriented co-worker who is looking for a TX, 

thought you folks would be the ones to help Mike. Right now Mike has his 
Ranger and a Motorola R390A(with factory SSB conv.) set up on our test 
range to work 3870 AM. The Ranger on a 75mtr inverted V over 1/4 acre 
ground plane 400 ft above the ocean works pretty well!......... Thanks folks! 


Hi ED! 

I have a Collins 75S3B R.E. (Round Emblem) Receiver and "C conversion" mod 
kit (Uninstalled ) and am looking for a 32S3 or 3A R.E. transmitter to mate 
with the receiver. If you run across anything like this in your travels and 


/oxr networking please let me know. I would appreciate it very much. 


Thanks... 


P. Michael McGinnis , mcginni@marlin.nosc.mil 
NRAD (NAVAL RESEARCH AND DEVELOPMENT) 

APPLIED ELECTROMAGNETICS BRANCH D851 

SAN DIEGO, CA. 92152-7306 

VOICE (619) 553-5092 

FAX (619) 553-3791 


Ed Zeranski This is a private opinion or statement. 
home email: ezeran@cris.com 


Date: Thu, 02 Oct 1997 13:40:22 EDT 

From: kb9iua@juno.com (Kevin L Anderson) 

To: boatanchors@sco.theporch.com 

Subject: FS: Collins 312B-5 VFO (post for a colleague, Iowa-Illinois area) 
Message-ID: <19971002.124320.12023.1.kb9iua@juno.com> 


This is a post for a local not on the list -- please 
respond by telephoning Eric directly. Thank you. 


For sale: Collins 312B-5 Remote VFO (for a KWM-2) 

Asking for $450. Good Condition (8 out of 10), 

includes a scratch on the main knob.. 

Will be available for sale also at the West Liberty, Iowa, 
hamfest (October 5th?), but BA list gets first crack. 


Contact Eric, WA2RKIJ/0, Davenport, Iowa, 
319-355-1060 (home evenings) or 309-782-5977 (work). 


Contact Eric, not me please! Thanks. 

(p.s., I have not seen the VFO, so cannot vouch 

for any of the information) Cheers/73. 

KKK KK KK KR KK KK KK KK KK KK KK KK KKK KK KK 
Kevin Anderson, KB9IUA, Rock Island IL USA 

kb9iua@juno.com or Kevin.L.Anderson@usace.army.mil 

KKK KK KK KR KK KK KK KK KK KK KKK KKK KK KKK 


Date: Thu, 2 Oct 1997 13:45:05 -0400 (EDT) 

From: KA9EGW@aol.com 

To: boatanchors@theporch.com, ham-boatanchors@ucsd.edu 
Subject: unbuilt Eico VTVM kit 

Message-ID: <971002134226_23689139@emout11.mail.aol.com> 


Have had many offers and inquiries on the unbuilt Eico VTVM kit in original 
box. Have decided to auction it. 

Please e-mail all bids to 

ka9egw@aol.com. 

Highest bid takes it! 


Date: Thu, 2 Oct 1997 13:04:58 -0500 

From: Bob Reynolds <breynold@sigg.com> 

To: boatanchors@theporch.com 

Subject: T-4X Help 

Message-ID: <970ct2.130128cdt.19795@firewall.sigg.com> 


Hi BAers 

I picked up a T-4X at a recent hamfest complete with a XEROX 
manual copy. However, the top quarter of the schematic is so 
light it is almost impossible to read. Can anyone copy the 
schematic ONLY for me ? copy and postage reimbursed. 


Thanks and 73, Red K5VOL 
breynold@sigg.com (near Chicago) 


Robert W Reynolds 
835 Surryse Road 
Lake Zurich, IL 60047 


Date: Thu, 02 Oct 1997 14:25:44 -0500 (EST) 

From: "James F. Wood 253-7886" <WOODJ@mail.firn.edu> 

To: boatanchors <boatanchors@theporch.com> 

Subject: Wtd Hp-23A 

Message-ID: <D2370ZXAYKMRZ1*/R=FIRNVX/R=A1/U=WOODJ /@MHS> 


Wanted in good working order: Heath HP-23A 
thanks 

Jim /N4ACS 

woodj@mail.firn.edu 


Date: Thu, 2 Oct 1997 11:56:02 -0700 

From: Ken Brookner <brooknerk@acm.org> 

To: "'breynold@sigg.com'" <breynold@sigg.com>, 
Old Tube Radios 

Subject: RE: T-4X Help 


Message-ID: <OQ1BCCF2A.285A16A0@brooknerk@acm. org> 


I've got a schematic, will copy it for you and mail it on Saturday. No 
need for reimbursement. 


73 
kenb, N5LPI/7 


On Thursday, October 02, 1997 11:05 AM, Bob Reynolds 

[SMTP: breynold@sigg.com] wrote: 

> Hi BAers 

> I picked up a T-4X at a recent hamfest complete with a XEROX 


Date: Thu, 02 Oct 1997 22:06:00 +0100 

From: "JOSE V. GAVILA (EB5AGV/EC5AAU)" <eb5agv@ctv.es> 
To: boatanchors@sco.theporch.com 

Subject: ** Scanned BA schematics available xx 
Message-ID: <3.0.1.32.19971002220600.006bcd14@pop.ctv.es> 


Hi gang, 


Some time ago I sent to some members of the list a HP-410B VTVM scanned 
schematic. Well, I know that one was not too nice, as I only had a handheld 
scanner... But this year, Christmas has arrived early to EA land :-) and I 
now have a full page scanner at home. So, if any of you needs a good 
quality (300 DPI, B&W) scanning of an schematic, please, let me know. 


I can scan any of the schematics I have here: SP-600JX, SPC-10, R-388, 
R-390A, HP-400D/H/L, HP-200CD, HP-410B, Collins 75S-3B, 32S-3, 312B-4, 
516F-2, Drake TR-4, RME-152A and some more... Of course, some of them which 
are greater than a Letter page, should be scanned in parts. 


So, please, let me know if you are interested in any of them (ask if not in 
the list). I'll group the request (if any :-) !), and send the schematics 
from time to time. It won't be too fast, but if you are not in a hurry, it 
would be right for the money ;-). 


I'm also interested in getting scanned BA documents. Please, let me know 
what do you have. 


Best regards from Spain. 


JOSE 


73 JOSE V. GAVILA (EB5AGV / EC5AAU) 
Ausias March 46, 15 
46910 Benetusser - VALENCIA 
SPAIN 


*kkK* PLEASE, VISIT MY HOME PAGE! xxxxx 


http://www. geocities.com/SiliconValley/6992/ 
e-mail: eb5agv@ctv.es & eb5agv@amsat.org 


Date: Thu, 2 Oct 1997 17:49:11 -0400 (EDT) 

From: "David L. Thompson" <thompson@mindspring.com> 

To: boatanchors@sco.theporch.com 

Subject: Re: Origin of the Swan name 

Message-ID: <1.5.4.16.19971002165338 .37££1392@pop.mindspring.com> 


At 09:07 AM 9/20/97 -0500, zellmer@raccoon.com wrote: 

>I have been working on an old Swan 500c lately. As I remember, Swan 
>Electornics was started 

>by Herb Johnson and produced a number of amateur transceiver. I always 
>wondered where the 

>name "Swan" came from. Can any one in Boat Anchor land shed some light on 
>this? 


> 

>TNX 73 ES GOD BLESS U ES URS 
> 

>JIM ZELLMER, KAOVSL 

> 


I also heard that Swan came from Oliver Swan, a friend of Herb's and the 
father of the long loglog beams for VHF (KLM took that design to HF). 


Dave K4JRB 


Date: Thu, 2 Oct 1997 21:50:56 -0700 

From: Bill Coleman N2BC <n2bc@ibm.net> 

To: boatanchors@theporch.com 

Subject: Globe King 

Message-ID: <BMSMTP8758537284wf2awdc@pop3. ibm. net> 


Have a chance to get hold of a Globe King - doesn't say Globe King 400 or 500 


or A or B or C. Its got a link coupled output, a pair of V-70-Ds, plug-in 
coils. No VFO. So it's NOT a 500B or 500C. It's in rough shape. Couldn't get 
any 'deeper' into it as it's kinda buried and besides I couldn't budge it. 


Would appreciate input on vintage, and exactly what model it may be (400 or 
500A maybe). And... what's a fair starting point on value (war stories 
invited). 


Many THX & 73, Bill 


Email: n2bc@ibm.net 


Date: Thu, 2 Oct 1997 13:50:47 -0400 (EDT) 

From: JOHN_SEHRING.parti@ecunet.org (JOHN SEHRING) 
To: boatanchors@theporch.com 

Subject: FALL LEFT-OVERS FOR SALE 

Message-ID: <9710021350.aa20930@pcusa01.ecunet.org> 


To: boatanchors@theporch.com 
Thanks for the great response to my Fall clean up sale! 


Well, I'm still tripping over some of this stuff! So, one more time. 
It's gotta go, to you or the dumpster (well, maybe not really). Original 
prices are shown for reference, please make offer, best one takes it. 


Note: All costs plus shipping. Operating/service manuals are copies 
unless noted. 


3. Eico 625 emission-type Tube Tester. Measures 12 x 10 x 5". Large 
meter. Built-in roll chart. Tests ‘modern' miniatures all the way 
back to old 4-prong types. Works FB. Excellent condition. With 
original factory manual. Was $28. 


5. Hallicrafters CB-12 11m mobile citizens band transceiver (solid state). 
10"D x 6"W x 3"H with mounting bracket. Two power transistors mounted on 
back. 12 channel selector switch marked A to L (don't know how many 
channels are installed). Dirty but should clean up to at least fair-good 
appearance. Includes mic & built-in speaker. Not checked. No manual. 

Was $10. 


17. BA car radio, FoMoCo, number stamped on chassis "2CM 121899 EM 
752". Uses 14 amp fuse. Measures 9W x 10D x 5"H & is heavy. Slide 


rule dial & 6 pushbuttons one of which is the power switch. No knobs. 
Genuine FoMoCo 6BA6, 6BE6, 6BA6, 6AV6, 6AV6, 6V6, 6V6, 6X5 (all tested 
ok on B-K 707 transconductance-type tt) & panel light but no vibrator 
included. Push-pull audio output. Tone control, front & rear speaker 
outputs & 4-step front/rear fader. I was told this is from a Lincoln, 
late 1940's to early 1050's; p-p audio & dual speaker outputs lead me 
to believe this is possible. Played FB before vibrator died. Quite 
dusty, only small bits of rust (we live in the desert!). 

Was $25. 


22. Books for BA TV servicing-- 


A. Sams Television Tube Location Guide & Photofact Index: TGL-1 
to TGL-7, 7 vols. covers 1950 to 1957. Fair-good condition. 


Was $20. 

B. "Philco Television Yearbook Service information", covers 1950 
to 1955, in 6 vols. Also includes "1957 Philco Television Alignment 
Procedures" & "1956 - Servicing VHF Tuners". Faizr-good condition. 

Was $20. 


Thanks es 73 


-John Sehring (Thu, Oct 2, 1997 11:42 am MT @Baker, Montana) UCC WB2EQG 


Date: Thu, 2 Oct 1997 13:50:47 -0400 (EDT) 

From: JOHN_SEHRING.parti@ecunet.org (JOHN SEHRING) 
To: boatanchors@theporch.com 

Subject: BA CB MANUALS FOR SALE 

Message-ID: <9710021350.aa20933@pcusa01.ecunet.org> 


To: boatanchors@theporch.com 
Ahoy ye BA CB fans, new ityms-- 


Original factory (not copies) 11m CB radio instruction and service 
(include schematic) manuals except as noted. All prices are postpaid: 


Hallicrafters "“Littlefone" CB-3A, 12 volt model, $4.50 
Hallicrafters CB-5, Mark II, $4.50 

Johnson Messenger, $4.50 

Johnson Messenger Two, $4.50 

Johnson Messenger 100 schematic only, $1.50 

Johnson Messenger 110 schematic only, $1.50 

Johnson Messenger 120 schematic only, $1.50 

Johnson Messenger 123A, positive ground modification instructions, 


ONoaonBRWNR 


$1.00 
9. Pace 100, $3.50 
10. Starcaster, Rev. 1, $1.50 
11. Courier 23 schematic only, $1.50 


-John Sehring (Thu, Oct 2, 1997 11:42 am MT @Baker, Montana) UCC WB2EQG 


-John Sehring (Thu, Oct 2, 1997 11:48 am MT @Baker, Montana) UCC WB2EQG 


Date: Thu, 02 Oct 1997 17:33:48 -0500 

From: bdhall@ghg.net (Benjamin D. Hall) 

To: arc5@ix.netcom.com 

Cc: BoatAnchors@SCO.ThePorch.Com 

Subject: Re: SCARY STORIES FROM AN ESTATE SALE 

Message-ID: <3.0.32.19971002173205 .006f8884@mailman. ghgcorp.com> 


>I turned it over in my hands and saw the familiar magenta 
>Radiation symbol, "De-ionizer" and "Radium Salts, Do Not Handle." 
>"Uh-oh!" (my true words were more...ummm...colorful). 


Yikes! Makes me wonder if I should carry my Geiger counter with me when I 
go BA hunting, just in case. It is really easy to forget basic safety 
steps when looking for BA's - At the same estate sale I nearly came thru 
the ceiling when I stepped on a weak part of the attic flooring while not 
being as careful as I should have been. Thanks for the safety reminder. 


T'll be at Belton wearing a pouch with my Geiger counter in it, heh heh heh... 


Anyone else heading out to Belton? 


73 y'all, 

Ben 

Benjamin D. Hall, KD5BYB, Engine and radio collector / operator 
extraordinaire. Located in Houston, Texas, USA. 

e-mail: BDHall@ghg.net web:http://www.ghgcorp.com/bdhall 


Date: Thu, 2 Oct 1997 19:23:53 -0500 

From: bill@skeeter.frco.com (William Hawkins) 

To: boatanchors@sco.theporch.com 

Subject: CV-157 parts 

Message-ID: <9710030023.AA17157@skeeter.bvc.frco.com> 


There's a CV-157 (105 pound SSB converter) sitting in last winter's 
project pile. The right rear corner of the chassis drawer is damaged, 
but the filters are good. Would like to restore it, try it out, and 
then pass it on. 


If somebody has, or finds, a CV-157 with bad filters but an intact 
drawer (doesn't have to have tubes), I'd offer $100 for the drawer. 
Just cut the cable between the drawer and the base, and keep that 
heavy power transformer for some project. 


Maybe there's one at Belton, but I won't be there. 


Regards, 
Bill Hawkins bill@skeeter.frco.com Mpls, MN 55438 


End o£ BOATANCHORS Digest 1710 
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